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About CFD 

CFD is a software application that helps end-users analyze the flow, turbulence, and pressure 
distribution of liquids and gases, and their interaction with structures. It also helps in predicting fluid 


flow, mass transfer, chemical reactions, and related phenomena. CFD uses high-speed computers, 
and various numerical methods and solvers to simulate the flow of fluids (gases and liquids). 
Simulation refers to the digital prototype of the real-world scenario. This helps detect errors in 
design before proceeding to production. CFD finds wide ranging applications in industries such as 
automotive, aerospace and defense, electrical and electronics, and energy. CFDs are used to design 
fuel systems, engine core compartments, cockpit and cabin ventilation, missiles, submarines, and 
evaluate aerodynamics in the aerospace and defense industry. 

Technavio's analysts forecast the global CFD market to grow at a CAGR of 13.6% over the period 
2014-2019. 

Download Sample copy of this Report @ 
http://www.marketresearchreports.biz/sample/sample/358664 

Covered in this report 

Based on end-users, the global CFD market can be segmented into: aerospace and defense industry, 
automotive industry, electrical and electronics industry, industrial machinery industry, material and 
chemical processing industry, energy industry, and others. 

Technavio's report, Global CFD Market 2015-2019, has been prepared based on an in-depth market 
analysis with inputs from industry experts. The report covers the Americas, APAC, and EMEA; it 
also covers the market landscape and its growth prospects in the coming years. The report also 
includes a discussion on the key vendors operating in this market. 

Key regions 

• Americas 

• APAC 

• EMEA 

Key vendors 

• ANSYS 

• CD-adapco 

• Dassault Systmes 

• EXA 

• Mentor Graphics 

Other prominent vendors 

• Altair Engineering 

• Autodesk 

• CEI 

• COMSOL 

• ESI 

• MSC Software 


Market driver : Availability of high performance computing systems 

Market challenge : Inaccurate prediction of fluid flow behaviour for highly complex geometries 
Market trend : Demand for application specific CFD 

Table of Content : 

PART 01: Executive summary 

Highlights 

PART 02: Scope of the report 

Market overview 
Top-vendor offerings 

PART 03: Market research methodology 

Research methodology 

Economic indicators 

PART 04: Introduction 

Key market highlights 

PART 05: PLM overview 

PART 06: Market landscape 

CAE overview 

Global CFD market size and forecast 
Five forces analysis 

Browse Press Releases by Prweb : 

http://www.prweb.com/search.aspx?search-releases=marketresearchreports.biz 
About us 

MarketResearchReports.biz is the most comprehensive collection of market research reports. 
MarketResearchReports.Biz services are specially designed to save time and money for our clients 
We are a one stop solution for all your research needs, our main offerings are syndicated research 
reports, custom research, subscription access and consulting services. We serve all sizes and types 
of companies spanning across various industries. 

Contact us: 

Mr. Nachiket 

90 Sate Street, Suite 700 

Albany, NY 12207 

Tel: +1-518-618-1030 

USA: Canada Toll Free: 866-997-4948 

Website: http://www.marketresearchreports.biz/ 

E : sales@marketresearchreports.biz 


